TREATMENT OP ESPARTO.
full charge of ley and esparto haye been introduced the head of the boiler is securely fixed by means of its bolts, and steam then turned on until a pressure of about 20 Ibs. to the square inch has been reached, which pressure is kept up for about three hours, when the steam is shut off and the blow-off tap opened. When the steam is blown
15.
off, the spent liquor is run off, and hot water then run into the boiler, steam again turned on, and the boiling kept up for about twenty minutes to half an hour, at the end of which time the steam is shut off and the blow-pipe opened. As soon as the steam has blown off, the washing water is run off by the bottom pipe, and the grass allowed